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Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards, after the draft finalized 
by the Assembly Hand Tools Sectional Committee, had been approved by the Production 
Engineering Division Council. 

This Standard gives the nomenclature of pliers and nippers used for gripping, cutting or continued 
gripping and cutting of objects or wires while working on electronic gadgets. For nomenclature of 
general purpose pliers, nippers and pincers reference may be made to IS 11526 : 1986 'Nomencla- 
ture for pliers, pincers and nippers'. 

This standard is in alignment with ISO 8979 : 1988 'Pliers and nippers for electronics — 
Nomenclature' issued by the International Organization for Standardization ( ISO ). 
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1 SCOPE 

This Standard covers the nomenclature of pliers and nippers for electronics. The pliers and 
nippers may be supplied with or without return springs or sleeves. The cutting nippers may be 
supplied with a safety device ( e.g. lead catcher ). 

NOTE — The figures in this Standard are given as examples only and are not intended to affect the 
manufacturer's design. 

2 NOMENCLATURE 

2.1 Single-Purpose Nippers 

2,1.1 Cutting Nippers 
~No, 



Designation 



Figure 



101 Diagonal and side cutting nippers 




102 Diagonal cutting nipper with radiused jaws* 



POSITION or THE CUniNG CD8£S 




103 Diagonal cutting nipper with pointed jaws 



104 Diagonal cutting nipper with pointed jaws and tip 
cutters 



♦This type of nipper may be supplied with relieved jaw. 

1 



PC6ITI0N bF THE CUTTING EDGES 




posinoN or the cuthno cdge^ 
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No, 



Designation 



Figure 



105 Diagonal cutting nipper with back cutting edges 



. POSntON OF THE CUTTING EDGES 




106 Side cutting nipper* 



POSITION OF THE CUHWC EDGES 



^;:3 




POSITION OF THE CUHINC EDGES 



107 Side cutting nipper with long pointed jaws with tip cutters* 




2.1.2 End and Oblique Cutting Nippers 



No, 



Designation 



Figure 



201 End and oblique cutting nippers 



202 End cutting nipper 




es^ 



♦This type of nipper may be supplied with relieved jaws. 
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No. 



JDed^uation^ 



Figure 



203 Oblique cutting nipper 




&^ 



204 End cutting nipper with long jaws 
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POSiTiCN or THt eUTTiNG EDGES 



205 Oblique cutting nipper with long jaws and front cutting edges 




POSITION -^F THE CUTTING EDGES 



206 Oblique cutting nipper with long jaws and back cutting edges 




2.1 ,3 Design of Cutting Judges ( To be Used on All O^ingle-Furpose Fliers and Nippers ) 



Designation 



Figure 



Standard bevelled cutting edges 




-EE3-I<EI3r 
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No. 



Designation 



Figure 



Light chamfered external cutting edge bevels ( Semi-flush 
Cutting ) 




-EE3-KE3- 




Without external cutting edge bevels ( Flush Cutting ) 




-EE3-[<:E3- 




2.2 Pliers for Gripping and Manipulating 



No. 



Designation 



Figure 



220 Pliers for gripping and manipulating* 




221 Flat nose plier' 




222 Snipe nose pliei' 



223 Round nose plierf 



J 
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224 Plier with transverse groovef 



CIIZLL-Z:^ 



-^^H3 



♦Flat nose and snips nose pliers may b^ supplied with a bent nose, and the gripping surface of the nose may 
be either smooth or serrated. 



fThe gripping surface of the nose may be either smooth or serrated. 
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No. 



Designation 



225 Plier with longitudinal groove 



Figure 
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226 Longitudinal grooved and round nose plier 



3^ 



227 Round/snipe nose plier 



228 Plier with L-shaped nose 



zx 



s^ 



L 
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2.3 Flier for Stripping 



No, 



Designation 



Figure 



231 Adjustable end stripping plier 




232 Non-adjustable end stripping plier 



233 Side stripping plier utility type 
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2,4 Multi-purpose Pliers 

2.4.1 Plierfor Cutter and Manipulating 



No, 



Designation 



Figure 



Application 



241 Plier with side cutter 





THE CUTTING EDGES UAY BE 
POSmONCO ANrWHERE ALONC 
THE NOSC 



242 End cutting nipper for cutting 
at a distance 




243 End cutting nipper for distance 
cutting and for bending the wire 
to an angle a° 




:^ 



244 Cutting and swaging plier 
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2.5 Pliers for Cutting and Stripping 



No^ 



Designation 




251 Adjustable end cutting and stripping plier 



252 Diagonal cutting nipper with stripper 
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No. 



Designation 



Figure 



253 Diagonal cutting nipper with stripping holes 




2.6 Other Types of Multi-purpose Pliers 



No, 



Designation 



Figure 



261 Snipe nose plier with side cutter and stripper 



262 Plier for cutting, stripping, crimping and gripping 



263 Plier for cutting, crimping and stripping 






<Jlil 'I 
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264 Plier for cutting, stripping and slitting 




Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian 
Standards Act, \986 and the Rules and Regulations made thereunder. The Standard Mark 
on products covered by an Indian Standard conveys the assurance that they have been 
produced to comply w^ith the requirements of that standard under a well defined system 
of inspection, testing and quality control which is devised and supervised by BIS and 
operated by the producer. Standard marked products are also continuously checked by 
BIS for conformity to that standard as a further safeguard. Details of conditions under 
which a licence for the use of the Standard Mark may be granted to manufacturers or 
producers may be obtained from the Bureau of Indian Standards. 



Borean of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to 
promote harmonious development of the activities of standardization, marking and quality 
certification of goods and attenting to connected matters in the country. 

Copyright 

BIS has copyright of ail its publications. No part of these publications may be reproduced 
in any form without the prior permission in writing of BIS. This does not preclude the free use, 
in the course of implementing the standard, of necessary details, such as symbols and sizes, type 
or grade designations. Enquiries relating to copyright be addressed to the Director 
( Publications ), BIS. 

Revision of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards 
are also reviewed periodically; a standard along with amendments is reaflSrmed when such review 
indicates that no changes are needed; if the review indicates that changes are needed, it is taken 
up for revision. Users of Indian Standards should ascertain that they are in possession of the 
latest amendments or edition by referring to the latest issue of 'BIS Handbook' and 'Standards 
Monthly Additions'. Comments on this Indian Standard maybe sent BIS giving the following 
reference: 

Doc :No. EPOS (0022) 

Aendments Issaed Since Pnblication 



Amend No. Date of Issue Text Affected 



r33101 31 
1331 13 75 
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